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1. URGENCY PROCEDURE. ONE IBM SYSTEM 7, MODEL 5026A2, 

VALUE $64,000. END-USER CEMENTES MESZ MUEREK HEJOEC- 
SABA UJ CEMENT GY AT, HEJOESCSABA CEMENT GYARI IPV 
(CEMENT WORKS AT HEJOESCSABA). FOLLOWING PARAGRAPHS ARE 
QUOTED VERBATIM FROM REF DOC: 

2. "THE IBM SYSTEM IS TO BE USED TOGETHER WITH AN 
UNEMBARGOED X-RAY PLUORESCENCE QUANTOMETER EQUIPMENT. 
IT HAS A 20 K CORE MEMORY, 48 DIGITAL INPUTS AND OUTPUTS 
AND A TELEX IBM 5028 AS PERIPHERAL. THE QUANTOMETER 
EQUIPMENT IS USED IN THE END-USER'S CEMENT WORKS FOR 

THE AUTOMATION OP THE LABORATORY. THE SYSTEM SERVES 
POR THE CONTROL OP PRODUCTION SAMPLES AND EVERY 20 
SECONDS READS IN THE ACTUAL VALUES AND THE SHOULD-BE 
VALUES OP THE DOSING EQUIPMENTS. THESE VALUES ARE CON- 
VERTED INTO DIGITAL PORM BY AN ANALOG-TO-DIGITAL CON- 
VERTER POR THE ADAPTATION TO THE DIGITAL INPUT OP THE 
SYSTEM 7. EVERY 2 MINUTES THE SETTINGS OP THE SHOULD- 
BE VALUES ARE CONTROLLED BY THE SYSTEM 7 AND, IF NECE- 
SSARY, ARE CORRECTED BY PULSES EMITTED TO THE CORRECTIVE 
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OF THE OPERATOR STATION, THAT AN ANALYSIS MUST BE 
CARRIED OUT, THE SYSTEM 7 STARTS THE ANALYSIS EQUIPMENT, 
CONTROLS THE SEQUENCE OF THE INDIVIDUAL STEPS AND, AT 
THE END OF THE ANALYSIS, TAKES OVER THE MEASURED VALUES. 
THE COMMUNICATION WITH THE ANALYSIS EQUIPMENT IS ALSO 
DONE IN DIGITAL FORM VIA THE DIGITAL INPUT AND OUTPUT. 

THE MEASURED RESULTS ARE CONVERTED INTO CHEMICAL VALUES 
AND THEN REGISTERED. IF THESE VALUES ARE IMPORTANT 
FOR THE PROCESS, NEW SHOULD-BE VALUES FOR THE DOSING 
EQUIPMENTS ARE CALCULATED BY CONTROL PROGRAMS AND THE 
FORMER SETTINGS ARE CORRECTED ACCORDINGLY. 

3. " THE SYSTEM HAS NO PERIPHERAL MEMORY. MAINTENANCE 
AND SPARE PARTS SUPPLY ARE CARRIED OUT IN BUDAPEST. 

4. "THE CUT-OFF ACCORDING TO NOTE 4(B) TO ITEM 1565 

IS EXCEEDED UNDER SUB-ITEM (I), THE VALUE BEING 40.4 M 
BITS/S INSTEAD OF 40 M BITS/S." 

5. URGENCY PROCEDURE INVOKED ON GROUND THAT "THE 
CEMENT WORKS ARE HAVING ENORMOUS DIFFICULTIES SINCE THE 
NECESSARY ANALYSES CAN NOT BE MADE FAST ENOUGH AND NOT 
IN A SUFFICIENT NUMBER, THOUGH 7 ADDITIONAL TECHNICIANS 
HAVE BEEN ENGAGED. FURTHERMORE, THE APPLICANT FACES 
PENALTIES IF THE SYSTEM IS NOT DELIVERED AS SOON AS 
POSSIBLE." 

6. ACTION REQUESTED: US VIEWS BY SEPTEMBER 16. CASE 
WILL BE INSCRIBED ON AGENDA FOR MEETING THAT DAY. 
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